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Message Text 


UNCLASSIFIED 

PAGE 01 ABU DH 03481 271038Z 

ACTION NEA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

271038Z 129325/17 

R 270500Z DEC 76 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5381 

UNCLAS ABU DHABI 3481 

USDOC FOR SIPS, CAGNE 

E.O. 11652: NA 
TAGS: BTIO, TC 

SUB J : AL-AIN, ABU DHABI HV TRANSMISSION LINE PROJECT ON AGAIN 

REF: (A) STATE 050244 (B) ABU DHABI 584, (C) ABU DHABI 970, 

(D) ABU DHABI 3480 

1 . ABU DHABI DEPT. OF WATER & ELECTRICITY HAS AGAIN 
SOLICITED TENDERS FOR CONSTRUCTION OF ) 00-MIT .F.-LONG 
AL-AIN TO ABU DHABI POWER LINE, BUT NOW TRANSMISSION 
VOLTAGE HAS BEEN RAISED FROM 132 KV TO 220 KV. TENDER 
DOCUMENTS WILL BE FREE TO FIRMS WHICH PURCHASED DOCUMENTS 
FOR THE 132 KV VERSION OF THIS LINE IN 1975. EMBASSY BE- 
LIEVES COMMONWEALTH ELECTRIC COMPANY OF LINCOLN, NEBRASKA 
WAS ONLY U.S. FIRM TO PURCHASE THESE DOCUMENTS. 

2. ANOTHER FIRM WHICH EXPRESSED INTEREST IN SUBJECT PROJECT 
(ALTHOUGH THEY WERE TOO LATE TO PURCHASE ORIGINAL DOCUMENTS) 
WAS DONOVAN CONSTRUCTION COMPANY OF ST. PAUL, MINNESOTA. 

(SEE REFS A&B.) 

3. ACTION REQUESTED: PLS BE SURE TO NOTIFY COMMONWEALTH 
AND DONOVAN THAT SUBJECT PROJECT HAS BEEN REACTIVATED. 

FULL TENDER INFORMATION AVAILABLE REF D. 

UNCLASSIFIED 

UNCLASSIFIED 
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DICKMAN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 DEC 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ABUDFI03481 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760472-0842 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976121 1/aaaaajgp.tel 

Line Count: 56 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 77 STATE 50244, 77 ABU DHABI 584, 77 ABU DHABI 970, 77 ABU DHABI 3480 

Review Action: RELEASED, APPROVED 

Review Authority: vogelfj 

Review Comment: n/a 

Review Content Flags: 

Review Date: 10 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 JUN 2004 by chengls>; APPROVED <21 DEC 2004 by vogelfj> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: AL-AIN, ABU DHABI HV TRANSMISSION LINE PROJECT ON AGAIN 
TAGS: BTIO, TC 
To: COM 
Type: TE 
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